Harold La Borde 


Methanol Carrier - 13,400 d.w.t. 
Spring 1984 
(13/04/1984) 


Captain Reeves M.M 
Chief Eng Officer Godfrey A.P 


Chief Officer Gaukrodger C.S 2nd Eng Officer Hughes J.H 
2nd Officer Nield R.T 3rd Eng Officer Gooding O 
3rd Officer Haigh R.A 4th Eng Officer Austen S.J.S 

Radio Officer Lynn L.T Electrical Officer Meacock R.N 


C.P.0 De Freitas C 
Pumpman Caliste J 
Cook Gladstone V 





